


ROYAL AUSTRALIAN NAVY 


Certificate for Educational Test |. 


SSS 


THIS IS TO CERTIFY that 


Radio Electrician (Air) George W. Stevens, O/N.A.3273h. 


has passed the Educational Test |. Examination, 
comprising :— 


(a) Writing an ordinary passage of English to Dictation. 
Writing a letter or an essay in connexion with a 
specified subject. Rules of Grammar. Explanation 
in the candidate’s own words of the meaning of 
Orders given in Service Phraseology, passages 
taken from the King’s Regulations and Admiralty 


Instructions, Gc.; 


(b) A paper on the first four rules of Arithmetic, Vulgar 
and Decimal Fractions, calculation of Averages, 
Percentages, and Simple Interest, and making out 


Mess Bills, &c. 


By direction of the Naval Board 


“a 
— 


Secretary, Naval Board, 
~ Department of the Navy 


=~ 


Navy OFFIce, 


MELBOURNE, 7 
Date, 3ist July, 1951. 
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